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ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS*. 

A brown wether goat had front hooves that were overgrown arid curled sideways and it was walking stiffly on its front 
legs. The licensee reported that the goal had been trimmed in December 2015 end (hat the laeilily planned Ip trim 
his hooves soon. If Halt uncorrsd&d, overgrown hooves can bo painful and causa other parts of the animals legs to 
begin to have problems and pain, Ensure lhai animals" hooves are trimmed and maintained before the animals' 
ability to walk normal is alleded. 

Note: Licensee trimmed this animal's hooves prior lo the emit interview- 

363 

WATERING. 

Three dead flies and a build up of green material were p r esent inside of the macaques' water receptacle dunng the 
lime of inspection Deed flies Hncl green material are sources of contamination and could make enirnals sick. 

Thoroughly clean and sanitise the macaques' water receptacle to assure that the animals have clean, poiaWe 
drinking water. 

To be cor reefed: 4-1 5-i6 

3- 131 W 

•SANITATION, 

Excessive amounts oF black flies and fruit flies are presenl inside of the educational building The flies were observed 
near, in. and on the animals' enclosures. Fly spray, a single sticky fly irap, and Fly bait are currently being used at flhe 
lacllily, however: these methods arc not effoclh'Cly controlling the fly population. Flics can carry and spread disease. 

Establish and maintain an ellecliva pregram te control I he lies al the facility ID promote animal health. 
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Chad Maore AC I end Scplt Welch VMO conducted the inspection grid exit briefing with Ihe Facility owner. 
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